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Citrus Fruits

Costs
Cyanide costs by the ton about 22 cents a pound. Con-
tract fumigators usually furnish the cyanide at 30 cents a
pound, including the acid for generation. The sulfuric
acid alone costs about If cents a pound. Laborers receive
pay by the hour. The rate is usually 35 cents an hour,
while the foreman receives 50 cents an hour. Most trees
fumigated require between five and eighteen ounces of
cyanide. A supply cart completely equipped may be had
for about $35. Two gallon generators cost about 45
cents each. Tents cost from $12 to $50 each, according
to size. The thirty-six foot tent costs ready-made from
$25 to $30 each. The cost of thirty 45-foot tents of special
7-ounce drill, together with the other equipment necessary
to complete the outfit, will cost about $1400.
Recently a fumigating machine has been invented
which quickly generates the gas in a large metal drum by
mixing a water solution of cyanide and acid. The gas is
discharged directly into the tent through a four-inch hose.
The use of this machine makes generators unnecessary
and prevents all acid holes in the tents. It is now being
widely experimented with.